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Heat, Expansion 'by.
EXPANSION OF STRUCTURES BY HEAT. By JOHN KEILY, C.E., late of the Indian Public Works and Victorian Railway Departments, Crown 8vo, 35. 6d. cloth.
SUMMARY OF CONTENTS.
Section   I. FORMULAS AND DATA, Section II. METAL, BARS. Section III. SIMPLE FRAMES. Section IV, COMPLEX   FRAMES   AND
PLATES. Section  V. THERMAL CONDUCTIVITY,
Section   VI. MECHANICAL FORCE OF
HEAT. Section VII. WORK   OF   EXPANSION
AND CONTRACTION. Section VIII. SUSPENSION BRIDGES. Section IX. MASONRY STRUCTURES.
"The aim the author has set before him, viz., to show the effects of heat upon metallic and other structures, is a laudable one, for this is a branch of physics upon which the engineer or architect can find but little reliable and comprehensive data in books."—Builder.
"Whoever is concerned to know the effect of changes of temperature on such structures as suspension, bridges and the like, could not do better than consult Mr. Keily's valuable and handy exposition of the geometrical principles involved in these changes."—Scotsman.
Earthwork, Measurement of.
A  MANUAL ON EARTHWORK.   By ALEX. J. S. GRAHAM, C.E.   With numerous Diagrams.   Second Edition.   i8mo, zs. 6d. cloth. "A great amount of practical information, very admirably arranged, and available for rough
estimates, as well as for the more exact calculations required in the engineer's and contractor's
offices. "—Artizan.
Strains in Ironwork.
THE STRAINS ON STRUCTURES OF IRONWORK; with Practical Remarks on Iron Construction.    By F. W. SHEILDS, M.Inst.C.E, Second Edition, with 5 Plates.   Royal 8vo, 5$. cloth. The student cannot find a better little book on this subject."—Engineer.
Cast Iron and other Metals, Strength of.
A PRACTICAL ESSAY ON THE STRENGTH OF CAST IRON AND OTHER METALS. By THOMAS TREDGOLD, C.E. Fifth Edition, including HODGKINSON'S Experimental Researches, 8vo, iaj. cloth.
Oblique Arches.
A PRACTICAL TREATISE ON THE CONSTRUCTION OP OBLIQUE ARCHES. By JOHN HART. Third Edition, with Plates. Imperial 8vo, 8s. cloth.
Girders, Strength of.
GRAPHIC TABLE FOR FACILITATING THE COMPUTATION OF THE WEIGHTS OF WROUGHT IRON AND STEEL GIRDERS, etc., for Parliamentary and other Estimates. By J. H. WATSON BUCK, M.Inst.C.E. On a Sheet, 2s. 6d.
Water Supply and Water-Works.
THE   WATER   SUPPLY   OF  TOWNS   AND   THE    CON-STRUCTION OF WATER-WORKS: A Practical Treatise for the Use of Engineers and Students of Engineering.   By W. K. BURTON, A.M.InstC E Professor of Sanitary Engineering in the Imperial University, Tokyo, Japan Engineer to the Sanitary Bureau, Home Department, Japan.   To which is Appended a Paper on the Effects of Earthquakes on WaterworJta   by Professor JOHN MILNE, F.R.S.   With numerous Plates and other Illustrations.   Super-royal 8vo, 255, buckram.                                 fjust publishedamways, are to be found."—
